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ORDINANCE NO. 94- 12 


AN ORDINANCE OF THE BOARD OF COUNTY 
COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA, 
AMENDING ORDINANCE NO. 92-18, THE "PALM BEACH 
COUNTY FIRE CODE"; PROVIDING FOR A 
RESTRUCTURING OF THE BOARD OF ADJUSTMENTS AND 
APPEALS; PROVIDING FOR REPEAL OF ORDINANCES IN 
CONFLICT; PROVIDING FOR SEVERABILITY; 
PROVIDING FOR INCLUSION IN THE CODE OF LAWS 
AND ORDINANCES; AND PROVIDING FOR AN EFFECTIVE 
DATE. 


WHEREAS, the Board of County Commissioners, through Ordinance 
No. 91-38, established uniform policies for advisory boards and 
commissions; and 

WHEREAS, the uniform policies express the Board of County 
Commissioners' preference for advisory board and commission 
membership to be limited to nine (9) individuals; and 

WHEREAS, the Fire Code Board of Adjustments and Appeals was 
Specifically exempted from the size requirement, maintaining a 
membership of eighteen (18) individuals; and 

WHEREAS, it is now desirable to conform this Board to the 
Board of County Commissioners' uniform policies and reduce the Fire 
Code Board of Appeals and Adjustments' membership size to nine (9) 
members. 

NOW, THEREFORE, BE IT ORDAINED BY THE BOARD OF COUNTY 
COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA, that: 

SECTION 1. Section 105.2.1 of Ordinance No. 92-18 is hereby 


amended to read: 


105.2.1 There is hereby created a Fire Code Board of 
Appeals and Adjustments, hereinafter referred to as the 
"Board", consisting of eighteen—_+i8} nine (9) members who 
are qualified by training and experience to vary the 
application of the provisions of this Code, and to act on 
related matters, and to perform such other duties as 
established herein. The Board shall be appointed by the 
Board of County Commissioners. All members must reside 
within Palm Beach County at the time of appointment and 
while serving on the Board and shall be qualified 
electors of Palm Beach County. The Board shall adopt 


rules and regulations for conducting its business. When 
Heti ini i ity A quorum for said 


sttting—_in—_its—_advisery_eapaecity; 

Board shall be £five—¢5)}—fuli_vetes; a_majority of the 

total membership of the Board. when—sitting-in—its 
I 


The Fire Official er—his—eutherizegq 


{4)>—£o11 -vetes- 
shall designate a representative shait to act as 
Secretary to the Board. 


Section 2. Section 105.2.3. of Ordinance No. 92-18 is hereby 


amended to read: 


ran 
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105.2.3 Composition The composition of the Board shall 
be as follows: 


a. Pwe—(2} One (1) registered engineers, practicing in 
the mechanical field. 


b. Pwe—(2} One (1) registered engineers, practicing in 
the fire protection field. 


C. Pwe—-+2} One (1) Florida or Palm Beach County certified 
general contractors. 


d. PTwe—2> One (1) representatives of the insurance 
field. 


e. Fwe+2} One (1) certified fire sprinkler contractors. 


f. fwe—-~2> One (1) citizens of Palm Beach County, not 
eligible under other membership categories. 


g. Fwe+2} One (1) registered architects. 


h. fwe--+~2}+ One (1) Palm Beach County municipal building 
official.s—whe—shalit serve—as—an—_advisery nen-veti ng 
membex——_e xcept as —_previdedin Seectien_105.2.47- 


L; Two—{2} One (1) Palm Beach County municipal fire 
service representative. s—whe—shalt serve—as—an _eadvisery 
rReAn-veting member_exeept as previded in Section 165.275 


Where a member is required to be registered or certified, 
same shall be issued by the State of Florida unless 
otherwise specified. 


Section 3. Section 105.2.4. of Ordinance No. 92-18 is hereby 


amended to read: 


105.2.4 Vote Calculation When—twe—members—frem—eoene 
grb bet) er a RA 
respeetivye—ealhternate Each member shall have a full vote. 


Section 4. Section 105.2.5 of Ordinance No. 92-18 is hereby 


amended to read: 


105.2.5 Term The members shall serve staggered three (3) 
year terms. There shall be no limit on the number of 


terms an individual may serve. A} -members—_shait ‘tbe 
area 13 eae aaeei c ) os 


Section 5. Section 105.2.7 of Ordinance No. 92-18 is hereby 


amended to read: 


105.2.7 Fire Code Advisory Board When sitting solely in 
its advisory capacity, the Board shall be known as the 
Fire Code Advisory Board and shall be composed of the 
same members as the Board of Appeals and Adjustments. 
Persons appointed to the Board of Appeals and Adjustments 
shall be deemed to be likewise appointed to the Fire 
Code Advisory Board. ; 


E€ompesitienCategeries—h.—and_i.shal serve—as—_voting 
: , | ¥ E) p4 ae 
Advisery—Board+ 
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Section 6. Repeal of Ordinances in Conflict 

All ordinances in conflict with any provision of this 
ordinance are hereby repealed to the extent of such conflict. 

Section 7. Severability 

If any section, paragraph, sentence, clause, phrase, or word 
of this ordinance is for any reason held by a Court to be 
unconstitutional, inoperative or void, such holding shall not 
affect the remainder of this ordinance. 

Section 8. Inclusion in the Code of Laws and Ordinances 

The provisions of this ordinance shall become and be made a 
part of the Code of Laws and Ordinances of Palm Beach County, 
Florida. The sections of this ordinance may be renumbered or 
relettered to accomplish such, and the word "ordinance" may be 
changed to "section", "article", or any other appropriate word. 

Section 9. Effective Date 

The provisions of this ordinance shall become effective upon 
receipt of acknowledgement from the Secretary of State. 

APPROVED AND ADOPTED by the Board of County Commissioners of 
Palm Beach County, Florida, on the 17th day of 


MAY , 1994. 


PALM BEACH COUNTY, FLORIDA, 
COROT! ITS BOARD OF COUNTY COMMISSIONERS 









DEPUTY CLERK 
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APPROVED AS TO FORM ANDS tere 
4 < A 72s 
LEGAL SUFFICIENCY “SS. ORID NF 
(MD Sn eee 
Ni sus 


COUNTY ATTOR EY 





Acknowledgement by the Department of State of the State of 
Florida, on this, the 23rd day of May , 1994. 


EFFECTIVE DATE: Acknowledgement from the Department of State 


received on the 26th day of May nes 994, ~ ae 
2:38 P .M. anda filed in the Office of the Clerk of 


the Board of County Commissioners of Palm Beach Countya „Florida. 
tte “90; 
S Co Cin, ae ‘ 
yaad as att Ws te ne a 
STATE OF FLORIDA, COUNTY OF PALMIS UH 
i, DOROTHY H. WILKEN gk olhicic Orari ni 
Board of County Sommissieg ers parihas ye i 
4 tne Tall $; mpr td 
true and correct Gpy-0} ME eoe Sn ny enige 
On. 5 / o Qe e w 
e* 
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